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The Miracle-Gro® Garden Feeder 

Twelve minutes is all it takes! Feeding has never been easier. The Miracle-Gro 
Garden Feeder is engineered so that water enters the jar, mixes just the right 
amount of plant food and dispenses the proper Miracle-Gro solution through 
the sprayer. Depending on your water pressure, the solution is delivered at the 
rate of 1 gallon every 11 to 15 seconds. After approximately 12 minutes you are 
ready to reload. 

By feeding with Miracle-Gro as you water you get spectacular blooms, 
bountiful harvests and lush foliage. 



Directions for Use 



\V Fill 

• Fill the jar with any Miracle-Gro water 
soluble plant food. 

Note: the jar comes already filled for your 
first feeding. Remove the plastic seal that 
has kept your Miracle-Cro All Purpose 
Plant Food fresh and dry. 

\V Attach 

• Screw the green lid onto the jar and 
then attach the feeder onto your hose. 

• Be sure to turn the "on/off" lever to the 
"off" position. 

\V Feed 

• Turn house faucet on at full force. Turn 
the "on/off" lever to the "on" position 
to allow water to flow. When the jar has 
completely filled with water, the 
Miracle-Cro solution will begin to flow. 

• 1 gallon of Miracle-Cro solution feeds 
up to 10 square feet of garden area in 
approximately 11 to 15 seconds. After 
12 minutes you are ready to reload. 

• Use time as your gauge to determine 
when you have used up all the plant 
food in the jar. The liquid in the jar 
may still be slightly colored even 
though the food has been fully 
dispensed. 

• Then turn the "on/off" lever to the 
"off" position to stop the flow of water. 

W Finish 

• To clean the jar, simply turn the 
Miracle-Gro Garden Feeder upside 
down, loosen the jar approximately 
one turn while the water continues 
to flow through the jar. Continue to 
spray in this position, and the jar 
will empty. 



Feeder Features 




Gentle Spray 
Nozzle provides a 
soft shower. 

Jet Spray Feature 

produces a longer, 
stronger spray projectile. 

Attachment 

Connector 

connects gentle spray 
nozzle, feeder wand or 
extension hose for an 
oscillating sprinkler. 
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On/Off Lever 

allows complete 
control of water flow. 



Hose Connector 

connects sprayer to hose 
easily without having to 
twist hose or rotate sprayer. 

Specially Designed Lid 

automatically mixes water 
with just the right amount of 
plant food. 

Plant Food Jar 

holds up to 50 tablespoons 
of any Miracle-Gro water 
soluble plant food. 



How Much Miracle-Gro Plant Food To Use 
Large Areas 

Many of the Miracle-Gro water soluble plant foods come in convenient 
pre-packaged Feeder Reload Packets. Simply pour the entire packet (usually 
1 1/4 lb or about 50 tablespoons) into the jar to feed up to 500 square feet of 
garden area or 1,000 square feet of lawn area. 

Note: If you do not allow the full 50 gallons of water to run through the feeder in one 
feeding, you can simply leave the remaining solution in the jar for when you are ready 
to resume feeding. The product will remain in solution for your next feeding. 

Small Areas 

You may prefer to use a smaller amount of plant food than a full Feeder 
Reload Packet. Simply scoop the desired amount into your jar. Just remember, 
the solution will still be dispensed at the same rate (1 gallon every 11 to 15 
seconds), so you will finish more quickly. 



PACKET 


MAKES 


COVERS 


DISPENSING 


SIZE 


APPROXIMATELY 


Garden 


Lawn 


TIME 


8o 


z 


20 gallons 


200 sq ft 


400 sq ft 


5 minutes 


1.251 


b 


SO gallons 


500 sq ft 


1000 sq ft 


12 minutes 


1.S0I 


b 


60 gallons 


600 sq ft 


1200 sq ft 


15 minutes 






120 gallons 


1200 sqft 


2400 sq ft 


30 minutes 



Your feeder is very versatile and can be used four different ways: 





The gentle spray nozzle is 
perfect for delicate flowers, 
transplants, and seedlings. 



Unscrew the gentle spray 
nozzle for the stronger, built-in 
spray to reach the far sides of 
your beds or to feed your 
trees, shrubs or lawns. 





Attach a feeder wand (sold 
separately) for hard-to-reach 
hanging baskets or plants. 



Attach an oscillating sprinkler 
(sold separately) for hands-free 
feeding of large areas of lawn 
and garden. 



SATISFACTION GUARANTEED OR YOUR MONEY BACK 
If you are not satisfied, return the empty package to: 
Scotts Miracle-Gro Products, Inc., Feeder Division, 
60 Elm St., Canal Winchester, OH 43110 
Limit: One package per family. 




Miracle-Gro® All Purpose Plant Food 15-30-15 

GUARANTEED ANALYSIS F 1198 

Total Nitrogen (N) 15% Derived from Urea, Ammonium 

5.8% Ammoniacal Nitrogen Phosphate, Urea Phosphate, Potassium 

9.2% Urea Nitrogen Chloride, Boric Acid, Copper Sulfate, 

Iron EDTA, Manganese EDTA, Sodium 

Available Phosphate (P 2 O s ) 30% Molybdate, and Zinc Sulfate. 

Soluble Potash (K 2 0) 15% 

Information regarding the contents 
Boron (B) 0.02% and | eve | s of meta | s in tnis pro duct 

Copper (Cu) 0.07% is available on the internet at: 

0.07% Water Soluble Copper (Cu) http://www.regulatory-info-sc.com 

Iron (Fe) 0.15% j n j s product is covered by one or more 

0.15% Chelated Iron (Fe) of the following U.S. Patents: 5,1 71, 349; 

Manganese (Mn) 0.05% 5,395,418; 5,492,553. 

0.05% Chelated Manganese (Mn) KEEP OUT OF REACH OF CHILDREN 

Molybdenum (Mo) 0.0005% • n j ♦ 

' v ' Scotts Miracle-Gro Products, Inc. 

Zinc (Zn) 0.06% 141 1 1 Scottslawn Road 

0.06% Water Soluble Zinc (Zn) Marysville, OH 43041 



Tips 



The Miracle-Gro Garden Feeder operates within the normal range of home water 
pressure (25 to 65 psi). Always turn the faucet at the house on full (all the way). Use 
the on/off lever to control the strength (force) of water flowing through the feeder. 

Important: Use Feeder only with Miracle-Gro® Plant Food. The built-in proportioner is 
designed for use with all Miracle-Gro® plant foods. This feeder must not be used with 
insecticides, fungicides, herbicides or other brands or types of plant foods. Foliar 
feeding of greenhouse plants not recommended. 

To avoid corrosion, wash out your sprinkler with fresh water after every use by 
allowing the sprinkler to continue operating after the water in the jar turn clear. 

A small percentage of people with highly sensitive skin could develop skin irritation 
from contact with some fertilizers. Therefore, it's not a good idea to allow children or 
pets to play under the sprinkler while feeding. Once feeding is complete, resume 
normal activities. 

For more information on growing a beautiful garden, call our garden hotline 
at 1-800-645-8166. 
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For more gardening tips and 
information, visit Miracle-Gro 
on the world wide web 
at www.miracle-gro.com 
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